Soft top, checking locking tabs 7750 


Model 129 


e Open soft top. 


è Using caliper, measure locking tab at worn 
area and at unworn area. 


e if the measured wear difference between the 
worn and unworn areas is 0.5 mm or 
greater, replace the locking tab. 
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